VALLEY MOTEL 

1640 Mt. Vernon Ave. (U.S. 66-91-395) 

San Bernardino, Calif. 

Phone: 82-0217 

An air-conditioned motel with wall-to-wall carpets 
and full-tile showers. Panelray vented heat. Beauty- 
rest and Foam rubber mattresses. Radios. Closed 
Ca rages. 
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